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Professor Pitachl wis formerly active with the National Physical Institute 
(Physikalische Peichsanstalt) in “erlin, Since 1 Anril 1949, he has %een 
employed as nrofessor of p*ysics c+ the “Nunholdt Universitr in Berlin and 
there tas taken over the directior of the Second Ph-sical Institute, In- 
validenstrasse 46. ‘Ie is presently vor'ting on the following project: 


Qe Developrent ofa microphotovetor for quantitative spectroanalysis 
(photor-arhic rlate neasurenert of spectrum anilysis). The esti- 
mated cost o” this rroject is DM 3000, 
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b. Develor-gnt and construction cf a P8ntgen double srectrograph. A 
focusing PEntren srectrograph iid not exist before. The new nech- 
anisn is, to consist of a transparent erystal and a reflicctins crystal. 
For longer aves, there is a combination of tuo reflecting erystals to 
be “sed in cpectrun analysis such ag the determination of the size of 
‘erystals, {exrerinents on the s'imicture of retals). The cont of this 
experiment is DI 4500. 


c. An electron microscope with ph ito cathode, A consideradle inercaso in 
the enlangenent has been attaixed as a result of more recont investigations 
about electron microscopes aceorline to the enisasion nethod throurh field 
emission, (Dahlem investigations concerniar peak vadiation and direct 
field smission). A sizeable increase of emisrion ay  e exrected throurh 
use of the photo effect or the exposure of the e~thode to ultra-violat 
lieht. Cost DM 8500. - 
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